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Office of Operations 
Foreign Documents Division 
USSR Branch 


Intelligence Officer 

Chief of the Public Utilities Unit, USSR Branch. Plans, supervises 
and checks work of the unit in preparing reports on electric power, 
urban construction and utilities, and communications from Soviet 
sources. 


Applicant intends to attend the entire conference. 


Graduate of the Aleksandrov Military in Moscow (three-year course). 
Commissioned in Imperial Russian Army. 


Applicant does not intend to attend the banquet. 
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